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V? Feb* 1948 

General Ootmoal 
ifHeiency Feting Program 

1# l» response to your m«orandtaa of 18 February 1948# 
tike umderainnsKl rill be Ffflcionoy Hating Officer of the Office 
of General Counsel, 
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General Counsel 
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